WESTERN LEAGUE TODAY'' TEAMS KICK-OFF 5 p.m. 








White Jerseys and YER OV aA TOWN Substitute: 
Green Shorts Malcolm NEWELL (12) 


| Bob VEAL | 


David JAMES (2) David BURGE (3) 
John WHITE (4) Ray WILKINS (5) John TRAVIS (6) 
Kingsley JOHN (8) Eddie GARRETT (10) 
Andy HUGHES (7) David STOODLEY (9) Nigel GIBBS (11) 


Linesmen: 
Referee: D. E. HOSKINS 
B.J. CADDY (Gillingham - Red Flag) 
(Bristol) D. R. JOLLY 


(Weymouth - Yellow Flag) 


POWELL (11) WILLIAMS (10) M.CLAUSEN (9) SMITH (8) C.JACOBS (7) 
WATTS (6) MADGE (5) F.JACOBS (4) 
T.CLAUSEN (3) SMALE (2) 


| ma | 


Blue Jerseys and Substitute: 
Blue Shorts MINEHEAD 


Next Home Match: F.A.Cup, hth Qual. Rd. Western League Division One 
WELTON R'"O VERS DR IDGWSAÀAT EAR T OWN 


Saturday, 28th October, 1967 5 p.m. Saturday, 4th November, 1967 3 p.m 


